183. A style of "bridge lamp " for use
where the pedestal must be at a distance
trom the actual source of light, as for a
card table.

184. The main "working " light comes from the
circle of diffusing glass below, while upward light
illuminates the ceiling.                                      *

185, 186.  Fittings, suitable for a dining room, concentrate most of the light on the table beneath.

